Assessment rates will be adjusted annually to reflect changes in the Consumer Price 
Index for Los Angeles-Orange-Riverside for All Urban Consumers, but this adjustment 
will not exceed three per cent (3%) per fiscal year. 



Engineer’s Certification 


Review of this Management District Plan and preparation of the Engineers Report was 
completed by: 



State of California 

Registered Civil Engineer No. 28100 
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